Look at Today’s Absorption Refrigeration, S. E. 
ACHENBACH, P. R., C. W. Phillips and W. F. God- 
dard, How the Method of Rating the Cooling Load 
for Refrigerated Trailers Has Been Standardized .. 
SAcoustical Systems Determine Oil Burner Pulsations 
= and Their Amplitudes, C. F. Speich and A. A. Putnam 
sactivated Charcoal for Refrigerator Odor Control 
— Should Be in the Air Convection Stream, A. 
Brody, J. W. Thomas and L. Lafeber 
Mir Conditioning 
= Air Conditioning as Applied to Aircraft, Missiles and 
Rockets, Robert Berner 
© Air Cooled Absorption Cycle, R. H. Merrick and 
= Dual Solution System—A Different Approach to Air 
Conditioning, F. H. Hibberd .............. 
How a Thermal Mockup Aided in Air Conditioning 
the Electra, P. S. Starrett and P. F. Halfpenny. . 
» How Effective Are Packaged Sound Attenuators for 
Air-Conditioning Systems?, Norman Doelling .... 
In High Velocity Systems, Duct Parts Create Sound 
as Well as Suppress It, W. F. Kerka 
Matching Home Air Conditioning Energy Require- 
ments and the Weather, R. B. Joplin and E. H. 
New Trends in Warm Air Heating and Air Condi- 
tioning Systems, H. T. Gilkey 
Simple Solution to Automatie Change- 
q overs in Air Conditioning Is the Three-Pipe 
mee pystem, A. I. McFarlan 
Simplified Procedure for Calculation of nent 
Cooling Loads, W. S. Harris and E. J. Brown .... 
| Weather Does Affect Mortality, P.H. Kutschenreuter 
SAir Conditioning as Applied to Aircraft, Missiles and 
mir Cooled Absorption Cycle, R. and 
English 
pamerican Gas Association 
AGA Again Emphasizes Research . 
american Society of Heating, Refrigerating and 
Air-Conditioning Engineers 
Amendments to By-laws 
Financial Statements 
Semiannual Meeting, Dallas, Tex. ..............5. 
Abstracts 
News Report ..... 
67th | Mecting, "Vanz ony 
News Report .......... 
merican Society of Mechanical Engineers 
S ASME Annual Meeting Reviews Heat Transfer and 
PRYSIOIO“Y 
AMOS, DALE, I Suggest That — (Domestic Refrig- 
erator Engineering Symposium, ASHRAE Semi- 
SANDERSON, B., G. A. Erickson, R. C. Jordan and 
R. R. athe] Field Laboratory for Heating Studies 
ASHLEY, C. M., Can the Chart Be Improved? (Psy- 
chrometric Chart Symposium, ASHRAE Semiannual 


se 


BAKER, J T.. see C. M. Humphreys 
BAKER. eRE Improved Comfort through Radiant 
Heating and Cooling 
Balancing Cost Factors and Advantages of an Air- 
Recovery System against Conventional Air Condi- 
mening, John Haines 
H. L., Odor Control (BRI 
ences) .. 
BEACHAM, EDWARD A., see Walter O. “Krause 
BERNER, ROBERT, Air Conditioning As Applied to 
Aircraft, Missiles and Rockets ............e00008 
BIGGERS, A.. Jr.. Keep Ambient Humidity Down 
(Con mercial Refrigeration Symposium, ASHRAE 
BRODY, A. L.. J. W. Thomas and L. Lafeber. Acti- 
tea ‘Charcoal for Refrigerator Odor Control Should 
Be in the Air Convection Stream 
BROWN, F. J., see W. S. Harris 
BROWN, W.G and C. Wachmann, Draft Performance 
WN. WILLI ‘AM E.. Plastics Must Meet the Spe- 
Cific Requirements ( Domestic Refrigerator Engi- 
heering ASHRAE Semiannual Meeting) 


DECEMBER 1960 


ASHRAE JOURNAL 


Editorial Index for 1960 


VOLUME 2 — Names of authors appear in capitals, subject classifications in italics 


No. Page 


Building Research Institute 

Brave New World of Air Conditioning Explored at 

BRI Spring Conferences 
Contaminant Removal, L. C. McCabe .. 
In Hospitals, V. W. Greene ........... Shainin oe 
Odor Control, H. L. Barnebey 
Total Air Treatment, W. L. McGrath 
Wr:at Is Pure Air?, A. J. Hess 
Members of ASHRAE Participate in BRI Heating 
Conference 


CARTER, F. Y., Results of. Efforts of the Program 
Committee Are to Be Seen at Every National 
Meeting 

Coil Rating Factor Puts Heat Exchanger on a Com- 
‘parable Basis, Donald G. Rich 

Comment 
A Question More, or a Question Less ............-. 
An Imminent Tomorrow 
An Informed Membership 
And a Sincere Hope 
Charting the Way 
From the Shady Side 
Home from the Range .............. 

In Our Own Fields 
Let’s Take a Vote 

Men of Destiny 
Some Folks Don’t Care 
Somewhere — Over the Rainbow 
Statistically Vulnerable? 
That Silent Majority 
The Higher Conformity 
The Shape of Things to Come 
Time to Think about Chicago 
Uninitiated vs. Initiated News . 
When the Man Bites the Dog 
Why Don’t You? 

Commercial Refrigeration Symposium, ASHRAE 67th 
Annual Meeting 
Open Display Cases in Food Stores Preoccupy Engi- 

neers at Commercial Refrigeration Symposium 
—— Natural Drafts in the Area, Thomas 
Effects on the Air Conditioning Load, D. E. 
Keep Ambient Humidity Down, J. A. Biggers, Jr. 

Comparative Study of the Manufacturing Costs of 
Thermoelectric and Mechanical Refrigerating Sys- 
tems, D. W. Scofield, P. F. Taylor and L. A. Staebler 

Comparison of the Accuracy of Humidity Measuring 
Instruments, F. M. Flanigan 

Cooling Rates of Apples Packed in Different Bushel 
Containers and Stacked at Different Spacings in 
Cold Storage, D. V. Fisher 

Corrosion Inhibition on Steel Tubes in Low-Pressure 
Steam Boilers, W. A. Keilbaugh and F. J. Pocock. 

Critical Velocity Emphasized in New Study of Satu- 
rated Steam Flow in Copper Tubing, C. M. 
Humphreys, J. T. Baker and B. H. Jennings 


DOELLING, NORMAN, How Effective Are Packaged 
Sound Attenuators for Air-Conditioning Systems? .. 
Domestic Refrigerator Engineering Symposium, 
ASHRAE 67th Annual Meeting 
Are Plastics Worthwhile?, L. K. Warrick 
I Suggest That — , Dale Amos 
Plastics Must Meet the Specific Requirements, 
DORSEY, W. G.. Jr., Some Things Favoring Turbine 
Driven Centrifugal Refrigeration Equipment and 
DOWNING, G. V., Jr.. Rapid and Precise Control 
Precedures Are Essentials for Quality Thermo- 
electric Materials 
Draft Performance of Chimneys, W. G. Brown and C. 
Wachmann 
Dual Solution System — A Different Approach to Air 
Conditoning, F. H. Hibberd 
DUBE, .JOHN E.. ASHRAE Budgeting Is Balanced .. 
Ducts of Asbestos-Cement, with Unobstructed Joints 
and Smooth Surfaces, Have 30% Lower Pressure 
Drop, D. W. French and T. R. Gillen .............. 


59 


46 


45 
51 


46 


46 


44 
49 
42 
58 


66 


| 
A 
5— 53 
9— 55 5— 114 
5— 54 
5— 52 
45 5— 65 
5— 651 
63 
1— 79 
4— 63 Cc 
62 
3— 55 
39 
6-— 50 
42 
389 13— 
y 
11— 
1— 70 
3— 
12— : 
48 
10— 43 
39 4— 
12— 
Sci 
8— 39 
10— 
11— 60 
2-— 
11_— 71 
1— 80 
1— 90 
i— 50 
3— 39 63 
5— 58 9— 62 
S— 46 9— 64 
1— 90 1— $7 
12— 66 
4— 61 
11— 37 63 
10— 70 
— 
B 
4 D 
54 
6— 39 
5— 52 
4— 
i—_ 
64 
11— 
4— 53 
9— 49 
= 
69 


ingineers and World Trade, George F. Taubeneck ... 

ENGLISH, R. A., see R. H. Merrick 

ENGLUND, JAMES 5&., 5 Years of Operational Experi- 
ence Prove Air-to-Air Heat Pump to Be Effective 

ERICKSON, G. A., see D. B. Anderson 

EVERETTS, JOHN, Jr., Solutions for ASHRAE 


Field Laboratory for Heating Studies, D. B. Anderson, 
G. A. Erickson, R. C,. Jordan and R. R. Leonard ... 
FISHER, D. V, Cooling Rates of Apples Packed in Dif- 
5 Years of Operational Experience Prove Air-to-Air 
Heat Pump to Be Effective in Northern Climate, 
FLANIGAN, F. M., Comparison of the Accuracy of 
Humidity Measuring Instruments ................ 
FOX, JOHN H., ASHRAE Financing—How It Works 
FRENCH, D. W. and T. R. Gillen, Ducts of Asbestos- 
Cement, with Unobstructed Joints and Smooth Sur- 
faces, Have 30% Lower Pressure Drop 


FRIEDMAN, D. E., Effects on the Air Conditioning 
Load (Commercial Refrigeration Symposium, 
Sith Amnial Meeting) 


GILKEY, H. T., New Trends in Warm Air Heating 
and Air Conditioning Systems .................6. 

GILLEN, T. R., see D. W. French 

D, W. F., see P. R. Achenbach 


There Should Be Thermodynamic Consistency in the 
Construction and Use of Psychremetric Charts .. 
We Must Understand Enthalpy (Psychrometric 
Chart Symposium, ASHRAE semiannual Meeting) 
GRANT, WALTER A., ASHRAE Has Problems — 
Let’s Face Them Squarely 
GREENE, V. W., In Hospitals (BRI Spring Confer- 
GUILLOU, RENE, see K. E. Nelson 
GUISE, ARTHUR B., see Walter O. Krause 


HAINES, JOHN E., Balancing Cost Factors and Ad- 
vantages of an Air-Recovery System against Con- 

HAINES, ROGER, High Altitude Charts (Psychro- 
metric Chart Symposium, ASHRAE Semiannual 

HANDEGORD, G. O., see C. E. Till 

HARRIS, W. s. and E. J. Brown, A Simplified Pro- 
cedure for Calculation of Residential Cooling Loads 

Heat Transfer from a Flat Jet of Hot Air to a Curved 
Surface, B. Kaufman and S. P. Kezios ............ 

Heating 
Acoustical Systems Determine Oil Burner Pulsations 

and Their Amplitudes, C. F. Speich and A. A. 
Corrosion Inhibition on Steel Tubes in Low-Pressure 
Steam Boilers, W. A. Keilbaugh and F. J. Pocock 
Critical Velocity Emphasized in New Study of Satu- 
rated Steam Flow in Copper Tubing, C. M. Hum- 
phreys, J. T. Baker and B. H. Jennings ......... 
Ducts of Asbestos-Cement, with Unobstructed Joints 
and Smooth Surfaces, Have 30% Lower Pressure 
Drop, D. W. French and T. R. Gillen ............ 
Field Laboratory for Heating Studies, D. B. Ander- 
son, G. A, Erickson, R. C. Jordan and R. R. 
Improved Comfort through Radiant Heating and 
New Trends in Warm Air Heating and Air Condi- 
tioning Systems, H T. Gilkey 
Noise Suppression in Oil Burners, R. W. Sage and 

HESS, A. J., What Is Pure Air (BRI Spring Confer- 

HIBBERD, F. H., Dual Solution System — A Different 

Highly Marketable Grapes Maintained by Controlled 
Humidity, K. E. Nelson and Rene Guillou ......... 

HOLLADAY, W. L., ASHRAE Honors and Awards .. 

How a Thermal Mockup Aided in Air Conditioning the 
Electra, P. S. Starrett and P. F. Halfpenny ........ 

How Diversified Seminar Programs Benefit Our Phila- 
delphia Chapter, Walter F. Spiegel ............... 

How Drapes Affect Heat Gain As Tested with Regular 
and Heat Absorbing Glass, N. Ozisik and L. F. 

How Effective Are Packaged Souna Attenuators for 
Air Conditioning Systems?, Norman Doelling ...... 

How Higher Cooling Coil Differentials Effect System 

How the Method of Rating the Cooling Load for 
Refrigerated Trailers Has Been R. 
Achenbach, C. W. Phillips and W. F. Goddard ..... 

How to Use Slat- -Type Shading 
Solar Heat Gains, N. Ozisik 

HUCK, WILLIAM, Specific Thermoelectric Devices 
Can Fill Some Gaps in Heat Transfer Problems .... 

HUMPHREYS, C. M., J. T. Baker and B. H. Jennings, 
Critical Velocity Emphasized in New Study of Satu- 
rated Steam Flow in Copper Tubing ........... Ar 

HUMPHREYS, C. M., see Walter Koch 

HUTCHINSON, A. V., Obituary ......... 


70 


57 


56 


68 


52 


59 
59 


Ice Removal Presents Its Problems, Too, R. S. Taylor 
Improved Comfort through Radiant Heating and Cool- 


12— 


Influence of the House on Chimney Draft, A. G. Wilson 12— 
In High Velocity Systems, Duct Parts Create Sound as 

Well as Suppress It, W. F. Kerka ............ ‘ieee 
Institute of Boiler and Radiator Manufacturers 
IBR Coordinates Its Look Ahead ..............0.2.: 12— 
Is Humidity Important in the Temperature ere 

Range?, Walter Koch, B. H. Jennings and C. 

It Is Possible. to Create Artificial Gravity and Use 

Refrigerating Equipment for the Cooling of Space 

It Takes a Dual Cooling System for Refrigerating a 

Homogeneous Reactor, Roy C. Robertson ......... 2— 

J 
JENNINGS, B. H. 
Metastable State of Water in Relation to Heat 

Our ASHRAE Environmental Research Program -. ll— 

See C. M. Humphreys 

Walter Koch 

ee R. C. Jordan 
JENSEN. ERIK H., What Effects Do Compressor 

Characteristics Have on Motor Performance? .... 2— 
JOHNSON, S. E., A Look at Today’s Absorption 

JOPLIN, R. B. and E. H. Muehlhause, Matching Home 

Air Conditioning Energy Requirements and the 

JORDAN, R. C. and B. H. Jennings, Annual Report of 

the Research and Technical Committee for the 1959- 

JORDAN, R. C. 

Plans Outlined for Revised Grouping of ASHRAE 

What Future for Solar Heating? ...........c0e0% 1— 
See D. B. Anderson 

K 
KAUFMAN, B. and S. P. Kezios, Heat Transfer from a 

Flat Jet of Hot Air to a Curved Surface .......... 12— 
KEILBAUGH, W. A. and F. J. Pocock, Corrosion 

Inhibition on Steel Tubes in Low-Pressure Steam 

Kerka, W. F., In High Velocity Systems, Duct Parts 

Create Sound as Well as 3— 
KEZIOS, S. P., see B .Kaufman 
KOCH, WALTER, B. H. Jennings and C. M. Hum- 

phreys, Is Humidity Important in the Temperature 

KRAUSE, WALTER O., Arthur B. Guise and Edward 

A. Beacham, Refrigerant Drying Requires Consider- 

able Time before Equilibrium Is Gained .......... 10— 
KUTSCHENREUTER, P. H., Weather Does Affect 

L 
riage L., see A. L. Brody 
Future Methods (BRI Spring Confer- _ 
LEONARD, R. R., see D. B. Anderson 
Matching Home Air Conditioning Energy 

ments and the Weather, R. B. Joplin and E 

McCABE, L. C., Contaminant Removal (BRI Spring 

McFARLAN, A. I., Simple Solution to Completely 

Automatic Change-Overs in Air Conditioning Is the 

McGRATH, W. L., Total Air Treatment (BRI Spring 

MERRICK, R. H. and R. A. English, Air Cooled 

Metastable State of Water in Relation to Heat Ex- 

MORABITO, B. P., How Higher Cooling Coil Differ- 

MUEHLHAUSE, E. H., see R. B. Joplin 

N 
National Warm Air Heating and Air Conditioning 

Association 
NWAHACA’s Higher 1960 Budget Is One Third for 

NELSON, K E. and Rene Guillou, 

Grapes Maintained by Controlled Humidity ........ fo- 
New Trends in Air Heating and Condi- 

tioning Systems, H. T. Gilkey ...............ee00- 5— 
Noise Suppression in Oil Burners, R. W. Sage and 

Oil Heat Institute 

One-Man Control Center, Edwin F. Snyder . 11— 
Our ASHRAE Ravine Research Program, B. 

Our Standards Policy, P Ww. Wyckoft 
OZISIK, N. and L. F, Schutrum 

How Drapes Affect Heat Gain as Tested with 

Regular and Heat Absorbing Glass ........ hoe 
How to Use Slat-Type Between-Glass Shading 

Devices to Reduce Solar Heat Gains ........... 9— 


55 
55 


49 
92 


50 
41 


41 
48 


51 
55 


70 


70 


82 
74 


49 


70 
49 


63 


59 
39 


114 


70 
53 


48 
55 
39 
41 
60 


90 
57 
78 
53 


79 


46° 


48 
85 


53 
44 


ASHRAE JOURNAL 


Psychrom 
Psychr« 
D. D. 
There 
Const 
John 
(Psych 
Psychron 


PUTNA) 


Rapid an 
for Qui 
Refrigera 
Equilik 
Guise ¢ 
Refrigerc 


ASHR. 


a i 
Divis' 
| 
The Str 
3— |_| PHILLIP: 
10—- 
ASHI 
pocock 
; F President’ 
a 63 CARTE 
Comn 
Meeti 
11— 37 DUBE, 
Chap’ 
FOX, J 
ork 
56 
12— 66 
1 73 HESS, A. 
10— 66 WILE, 
G 
5— 70 Can th 
From t 
4— 76 High A 
We Mu 
47 
hy 64 
ohn 
ow t 
10. 43 
» 
‘ It Is 
Retr 
‘abi 
It 
11— 63 om 
Refrig: 
ee 10— 70 = befo: 
Arth 
Some 
Refr 
Dors 
ee a 
ASH 
10 66 Research 
ncti 
2 54 Divi 
om 
aw 
‘ ec 
xcha 
ROBER’ 
Systen 
— 42 
57 
— 
AGE, 
ee 1— 39 n Oil 
10— 64 
SCOFTE 
A Con 
Systen 
ee 2— 46 SIGNOR 
Hamn 
Simple 
x 
5— 45 
o— 
43 
» 


4] 
18 


OO. 


e 


ALMATIER, E. P. Gestne Loads, W. S. Harris and E. J. Brown ...... 10— 43 
Functions and Responsibilities of the Technical EDWIN F., One-Man Controi Center 11— 46 
Division of the ASHRAE Research and Technical So oe 
The Strongest Possible Program at the Laboratory 8— 66 Collectors, Retarded Heat Flow Storage, Heat 
#HILLIPS, C. W., see P. R. Achenbach Pump Auxiliary Source, Henry E. Voegeli ...... 3— 68 
tice What Future for Solar Heating?, R. C. Jordan 1— 74 
See Domestic Refrigerator Engineering Symposium, Some Things Favoring Turbine-Drive Centrifugal 
ASHRAE Semiannual Meeting neers Equipment and Systems, W. G or- 
resident 3 Page pecific Taeinasbaniete Devices Can Fill Some Gaps in 
CARTER, F. Y., Results of Efforts of the Program Heat Transfer Problems, William Huck ........... 8— 42 
Committee Are to Be Seen at Every National SPEICH, C. F. and A. A. Putnam, Acoustical Systems 
3— 55 Determine Oil Burner Pulsations and Their Ampli- 
DUBE, E., ASHRAE Bud eti Is Balanced 58 eee eee eee 11— 63 
EVERETTS, TR, Sclutions tor ASHRAE SPIEGEL, WALTER F., How Diversified Seminar 
FOX. JOHN H., ASHRAE Financing —_ How Tt STAEBLER, L. 
GRANT, WALTER A.. ASHRAE Has Problems — “c Scofield 
Let's Face Them Squarely .......... SE OSS 7— 47 STARRETT, P. S. and P. F. Halfpenny, How a Ther- 
HESS, A. J., Committee Organization .............. 12— 65 mal Mockup Aided in Air Conditioning the Electra 1— 39 
HOLLADAY, W. L., ASHRAE Honors and Awards 4— 52 
TULL, R. H., The *Allied Arts and Sciences, How T 
TAUBENECK, G 
e 
Charts — A Tribute to a Pioneer, ‘ 300 R or Applications 55 
There Should Be Thermodynamic Consistency in the TAYLOR, R EP NS ee 
and Use of Psychrometric Charts, Removal Presents Its Problems, Too .......... 12— 53 
(Psychrometric Chart Symposium, on page 26) Gravity of 
annua eeting There Should Be Thermodynamic Consistency in the 
A New Look at Coordinates, J. L. Threlkeld ....... fo 75 Cc 
Gan the Chart Be improved? C.M. Ashley 4— 138) Goff) Charts, 
1g ude Charts, Roger Haines ............++ — Comparative Study of the Manufacturing Costs of 
We Must Understand Enthalpy, J. A. Goff ......... fe 0 Thermoelectric and Mechanical Refrigerating Sys- 
PUTNAM, A. A., see C. F. Speich tems, ‘, Seofield, P. F. Taylor and L. A. 
Rapid and Precise Control Procedures Are Essen- 
R for — Thermoelectric Materials, G, V. 
Rapid and Precise Control Procedures Are Essentials Specific Thermoelectric Devices Can Fill Some Gaps : 
for Quality Thermoelectric Materials, G.V. Downing 1l1— 44 in Heat Transfer Problems, William Huck .... 8— 42 
Refrigerant Drying Requires Considerable Time before Thermoelectric Refrigeration Now Competitive for 
O. Krause, Arthur B. +“ to 300 Btu/hr, P. F. Taylor and L. A. - 
THRELEELD, Look at Coordinat 
ew a oordinates 
A ook at Today's Absorption Refrigeration, S.E. — (Psychrometric, Chart Symposium, ASHRAE Semi- 
How Higher Cooling Coil Differentials Effect System uae TILL, C EB. and G. 0. Handegord, We Propose a New 
How the Method of Rating the Cooling Load for Prac : 
P. R. Achenbach, C. W. Phillips and W. F.Goddard 5— 45 A ee ee 
It Is Possible to Create Artificial Gravity and Use 3— 68 
— for the Cooling of Space 16 és They Be Advanced? 
It Takes a Dual Cooling System for Refrigerating a — 
Homogeneous Reactor, Roy C. Robertson ........ 2— 41 
Drying Requires Considerabic Time ASHRAE 67th Annual Meeting) 63 
before Equilibrium Is Gained, Walter O. Krause, 
Arthur B. Guise and Edward A. Beacham ....... 10— 59 Vv 
Some Things Favoring Turbine-Driven Centrifugal 
Equipment and Systems, W. G. wk VOBGELI, HENRY E., To Practical Solar Heat 
ASHRAE 67th Annual Meeting low Storage, Heat Pump Auxiliary Source ....... 3 68 
Research and Technical Committee 
ASHRAE Research and Technical Committee An- WwW 
nual Report for the 1959-60 Year, R. C. Jordan and 
Functions and Responsibilities of the Technical WARRICK, L. K., Are Plastics Worthwhile? (Domes- 
Division of the ASHRAE Research and Technical a tic Refrigerator Engineering Symposium, ASHRAE 
Committee, E. P. Palmatier ......-..++ Semiannual Meeting) 4— 45 
toe of ASHRAE as We Humidity Standard, C. E. Till and 
Puts Heat 66 Weather Does Mortality, P. H. 39 
ROBERTSON, ROY C., It Takes a Dual Cooling Motor 2— 651 
System for Refrigerating a Homogeneous Reactor.. 2— 41 What Future for Solar Heating?, R. C. Jordan ...... 1— 74 
We Learned about Water Hammer, Carl W. 
Ss WILE, D. D. 
All of the 2— 58 
SAGE, R. W. and H. F. Belernetes, Noise We PECAN From the User’s Viewpoint (Psychrometric Chart 
in 10— £538 Symposium, ASHRAE Semiannual Meeting) .. 4— 175 
SCHROEDER, H. F., see R. R. W. Sage Psychrometric Charts — A Tribute to a — oes 8 61 
SCHUTRUM, ‘i F., see N. Ozisik 20,000 Members Can’t Be Wrong ............ ee ee 
SCOFIELD, D. w., F. Taylor and L. Staebler, WILLARD, ARTHUR CUTTS, Obituary ances l1l— 57 
A Comparative Study of the Costs of . G., Influence of the House on 
GNOR, CARL Ww. “What "We “Learned about Water 
Simple “Solution to (Compieteiy: Automatic Change- Y 
ers in Air Conditioning Is the ree- stem, 
A. I. Mc es 1— 48 YAGLOU, CONSTANTIN P., Obituary ...........0. 68 
ASHRAE TRANSACTIONS 1960 ASHRAE TRANSACTIONS will appear in book form, 
as previously, and will be issued shortly. Edition is limited. 
Price is $3.00 per copy to ASHRAE members. 
DECEMBER 1960 


53 
05 
D5 
49 
92 
63 
50 
4] 
| 
| 
0 
0 
32 
0 
9 
3 
9 
9 
4 
0 
3 
| | 
L 


